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Easton Ponds 1 and 2 
Elwha River tributaries 
Failor Lake 
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Grande Ronde River 
Hoh River 
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Klineline Pond 

Langlois Lake 

Lewis River 
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z 


z 
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violations and minimum and maximum 


penalties PERM 
Agenda MISC 
Boiler rules, board of 
substantive rules PREP 
PROP 


Construction work safety standards 
concrete, concrete forms, shoring, and 


masonry construction PREP 
withdrawals PREP 
fall protection 
withdrawals PREP 
PREP 
Electric power generation, transmission, and distribution 
tules, online format consistency for PROP 
various changes PROP 
Electrical safety standards, administration, and installation 
various changes PROP 
Elevators, dumbwaiters, escalators, and other conveyances 
safety regulations and fees PREP 
safety rules PROP 
Factory-built housing and commercial structures 
various possible changes PREP 
Fatalities, hospitalizations, amputations, and eye losses 
recordkeeping and reporting PROP 
Industrial insurance 
pension discount rates PERM 
Injuries and illnesses, worker-related 
recordkeeping and reporting PROP 
Interpretive and policy statements 
unpaid tips, gratuities, and service charges MISC 
Medical aid rules 
acupuncture, including East Asian medicine PROP 
PERM 
conversion factors for reimbursement rates PREP 
hearing aids, replacement or repair PROP 
PERM 
occupational therapy services PREP 
physical therapy services PREP 
Occupational health standards, general 
tules, online format consistency for PERM 
Prevailing wage 
corrections to multiple prevailing rates MISC 
landscape maintenance workers EMER 
PREP 
MISC 
publication of rate MISC 
various possible changes PREP 
Safety standards 
walking-working surfaces PREP 
Silica, respirable crystalline PERM 
Workers’ compensation 
classifications 
updating, clarifying, and correcting PREP 
PROP 
reporting rules 
various possible changes PREP 
PROP 
Index 


Subject/Agency Index 
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19-08-053 
19-10-053 


19-03-016 
19-05-057 


19-01-081 
19-08-079 


19-01-007 
19-05-034 


19-01-097 
19-04-061 


19-03-154 
19-08-078 


19-06-070 
19-04-009 


19-04-009 
19-05-076 


19-06-067 
19-06-067 


19-10-082 


19-03-162 
19-09-064 


19-06-069 
19-10-062 
19-01-096 
19-10-062 
19-09-066 


19-02-091 
19-10-063 
19-01-098 
19-03-161 
19-08-076 
19-01-098 
19-01-098 


19-01-094 


19-09-007 
19-07-014 
19-07-015 
19-09-007 
19-03-153 
19-01-099 


19-05-075 
19-04-099 
19-04-093 
19-08-077 


19-04-093 
19-08-077 


self-insurance rules and regulations 


various changes PERM 19-01-095 
LAKE WASHINGTON INSTITUTE OF TECHNOLOGY 
Meetings MISC 19-03-145 
LAND SURVEYORS 


(See LICENSING, DEPARTMENT OF) 


LANDSCAPE ARCHITECTS, BOARD OF LICENSURE FOR 
(See LICENSING, DEPARTMENT OF) 


LICENSING, DEPARTMENT OF 


Agenda MISC 19-04-062 
Architects 

various possible changes PREP 19-07-064 
Architects, state board for 

meetings MISC 19-01-114 
Bail bond agencies and bail bond agents PREP 19-07-072 
Camping resorts 

brief adjudicative proceedings PREP 19-07-086 
Collection agency board 

meetings MISC 19-01-114 
Cosmetology, barber, manicurist, and esthetician rules 

various possible changes PREP 19-03-164 
Driver training schools PERM 19-07-058 


Drivers and drivers’ licenses 
commercial licenses 
training, training providers, and 


examinations PERM 19-01-078 
licenses and identicards 

enhanced PROP 19-04-023 

PERM 19-07-070 

nonbinary gender option PREP 19-01-106 


Engineers and land surveyors, professional 
board of registration 


meetings MISC 19-01-114 
engineers-in-training PREP 19-07-065 
Firearms 
semiautomatic assault rifles 
fee on purchases and transfers PREP 19-06-016 


PROP 19-10-056 
Funeral and cemetery board 


meetings MISC 19-01-114 
Geologist licensing board 

meetings MISC 19-01-114 
Home inspector board 

meetings MISC 19-01-110 


Land surveyors (see "Engineers and land surveyors, professional" above) 
Landscape architects 
board of licensure for 
meetings MISC 19-01-114 
Motor vehicles 
abandoned vehicles 


recreational vehicles PROP 19-04-102 
PROP 19-08-080 
market value threshold EXPE 19-08-082 
registration 
photocopy, electronic image, or cab card 
in vehicle PREP 19-01-109 


PROP 19-04-089 
PERM 19-08-065 
Private investigative agencies and private 


investigators PREP 19-07-067 
Private security guard companies and private 
security guards PREP 19-07-068 
Real estate 
brief adjudicative proceedings PREP 19-07-083 
appraisal management companies PREP 19-07-069 
firm license renewal PREP 19-07-082 
meetings 
real estate appraiser commission MISC 19-04-055 
real estate commission MISC 19-04-017 
Timeshared property 
brief adjudicative proceedings PREP 19-07-084 
salesperson license, inactive PREP 19-07-030 


LIQUOR AND CANNABIS BOARD 
Agenda MISC 19-04-013 
Licensing and licensees, liquor, including retail, permits, and endorsements 
age, acceptable identification to verify 
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Indian tribal enrollment cards PREP 19-03-168 
PROP 19-07-085 
withdrawals PROP 19-10-001 
allowed activities 
curbside service at grocery stores PERM 19-03-061 
prohibited activities 
marijuana consumption in liquor business PERM 19-03-061 
special occasion licenses 
applications PREP 19-03-060 
spirits retailer license 
mini spirit bottles for sale in retailer’s premises 
withdrawals PREP 19-03-062 
PROP 19-03-063 
Marijuana licenses and requirements 
producers and producer license 
withdrawals PROP 19-06-062 
signs, mandatory, posting on licensed 
premises PROP 19-06-085 
PERM 19-10-076 
various changes 
withdrawals PROP 19-06-062 
Meetings MISC 19-01-043 
LOCAL RECORDS COMMITTEE 
Meetings MISC 19-01-018 
LOTTERY, WASHINGTON STATE 
Lottery commission 
meetings MISC 19-02-031 
Mega millions PROP 19-08-054 
LOWER COLUMBIA COLLEGE 
Meetings MISC 19-01-038 
MATERIALS MANAGEMENT AND FINANCING AUTHORITY 
Meetings MISC 19-01-027 


MATERNITY BUNDLED PAYMENT MODEL WORKGROUP 
(See BREE COLLABORATIVE) 


MIDWIFERY ADVISORY COMMITTEE 
(See HEALTH, DEPARTMENT OF) 


MILITARY DEPARTMENT 


Agenda MISC 19-04-040 


MINORITY AND WOMEN’S BUSINESS ENTERPRISES, OFFICE 
OF 
Certification of business enterprises 


unnecessary requirements and restrictions PREP 19-03-163 
PROP 19-08-083 
withdrawals PREP 19-03-109 
Public records officer MISC 19-01-014 
Rules coordinator MISC 19-01-015 
MINT COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 
NATURAL RESOURCES, DEPARTMENT OF 
Agenda MISC 19-04-029 
Land boundary survey standards PERM 19-01-045 
NATUROPATHY, BOARD OF 
(See HEALTH, DEPARTMENT OF) 
NORTHWEST CLEAN AIR AGENCY 
Adoption by reference of state and federal 
rules PROP 19-02-040 
PERM 19-09-040 
Definitions 
lowest achievable emission rate PROP 19-02-040 
PERM 19-09-040 
Sources 
emission control technology PROP 19-06-089 
PERM 19-09-041 
new source review PROP 19-02-040 
PROP 19-06-089 
PERM 19-09-040 
PERM 19-09-041 
nonroad engines PROP 19-06-089 
PERM 19-09-041 
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notices of construction and orders of 


approval PROP 19-02-040 
PERM 19-09-040 

registration and reporting PROP 19-02-040 
PERM 19-09-040 

Sulfur dioxide, ambient monitoring of PROP 19-02-040 
PERM 19-09-040 


NOXIOUS WEED CONTROL BOARD 
(See AGRICULTURE, DEPARTMENT OF) 


NURSING CARE QUALITY ASSURANCE COMMISSION 
(See HEALTH, DEPARTMENT OF) 


NURSING HOME ADMINISTRATORS, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


OILSEEDS COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


OLYMPIC COLLEGE 


Meetings MISC 19-02-077 
OLYMPIC REGION CLEAN AIR AGENCY 
Federal regulation reference date PERM 19-05-086 


OPTOMETRY, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


ORTHOTICS AND PROSTHETICS ADVISORY COMMITTEE 
(See HEALTH, DEPARTMENT OF) 


OSTEOPATHIC MEDICINE AND SURGERY, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


PAID FAMILY AND MEDICAL LEAVE ADVISORY COMMITTEE 
(See EMPLOYMENT SECURITY DEPARTMENT) 


PARAEDUCATOR BOARD 
Paraeducators 
certification 
advanced paraeducator certificate PERM 19-05-025 
PREP 19-05-031 
English language learner certificate PREP 19-03-006 
PREP 19-05-030 
general paraeducator certificate PROP 19-02-011 
PREP 19-05-029 
PREP 19-05-035 
methods and requirements for attaining PREP 19-01-036 
PREP 19-03-127 
PERM 19-05-028 
special education certificate requirements PERM 19-05-024 
course of study, fundamental PREP 19-01-035 
PARKS AND RECREATION COMMISSION 
Agenda MISC 19-03-160 
Meetings MISC 19-03-017 
Moorage and use of marine and inland water facilities 
various changes PROP 19-01-107 
PERM 19-04-075 
Motor driven vehicles in state parks PROP 19-01-107 
PERM 19-04-075 
Ocean beaches 
seashore conservation area 
fires and campfires PROP 19-01-107 
PERM 19-04-075 
various additional changes PROP 19-01-107 
PERM 19-04-075 
Public records PROP 19-07-055 
Public use of state park areas 
fires and campfires PROP 19-01-107 
PERM 19-04-075 
passes PROP 19-01-107 
PERM 19-04-075 
various changes PROP 19-01-107 
PERM 19-04-075 
PESTICIDE REGISTRATION, COMMISSION ON 
Meetings MISC 19-02-049 
MISC 19-10-005 


Index 


PHARMACY QUALITY ASSURANCE COMMISSION 


(See HEALTH, DEPARTMENT OF) 


PHYSICAL THERAPY, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


PIERCE COLLEGE 


Meetings MISC 
PILOTAGE COMMISSIONERS, BOARD OF 
Agenda MISC 
Pilotage rules 
new pilots, limitations on PROP 
PERM 
training program PERM 
Policy statements 
duties, pilotage, for pilots out of rotation MISC 
rest periods between assignments, 
mandatory MISC 


POLLUTION CONTROL HEARINGS BOARD 


Subject/Agency Index 
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19-03-094 


19-01-022 
19-02-037 
19-06-007 
19-03-141 
19-02-051 


19-02-051 


(See ENVIRONMENTAL AND LAND USE HEARINGS OFFICE) 


PROFESSIONAL EDUCATOR STANDARDS BOARD 


Certification 
alternative routes programs and providers PERM 
career and technical education 
career guidance specialists PERM 


teachers, administrators, and educational staff associates 


preparation programs, nonuniversity EXPE 
PERM 
Preparation programs for professional certification 
alternative routes programs and providers PERM 
approval standards 
educator preparation programs, approval PROP 


PROFESSIONAL ENGINEERS AND LAND SURVEYORS, BOARD 


OF REGISTRATION FOR 
(See LICENSING, DEPARTMENT OF) 


PSYCHOLOGY, EXAMINING BOARD OF 
(See HEALTH, DEPARTMENT OF) 


PUBLIC DEFENSE, OFFICE OF 


Meetings MISC 
PUBLIC DISCLOSURE COMMISSION 
Agenda MISC 
Campaign finance disclosure 
incidental committees EMER 
PROP 
PERM 
EMER 
Interpretive and policy statements 
agenda MISC 
Meetings MISC 


PUBLIC EMPLOYEES BENEFITS BOARD 
(See HEALTH CARE AUTHORITY) 


PUBLIC INSTRUCTION, SUPERINTENDENT OF 


Abuse 
child abuse, neglect, and sexual abuse 


PREP 


Academic achievement, accountability, and assessment 


required action districts PROP 
PERM 
Administrative practices and procedures 
appeals 
filing and transmittal process, various 
appeals PREP 
College in the high school program PREP 
PROP 
Finance 
class size compliance, K-3 PROP 
PERM 
general apportionment 
state forest payments, etc PERM 
tax title real Property PERM 
high poverty school funding and K-3 class 
size compliance PROP 
PERM 


Index 


19-05-010 
19-03-108 


19-02-050 
19-07-010 


19-05-010 
19-08-100 


19-03-067 


19-05-009 


19-01-032 
19-02-070 
19-08-092 
19-10-052 


19-05-012 
19-03-025 


19-07-079 


19-04-096 
19-08-045 


19-01-112 
19-03-151 
19-08-042 


19-01-068 
19-04-097 


19-01-040 
19-01-040 


19-01-068 
19-04-097 
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learning assistance program apportionment 


levies, maintenance and operation 
maximum school district levies 

national board certification, salary bonus for 
high poverty schools, instructional 

assignment in 

nonresident school attendance 
adjudication of cases 

shared leave 


Highly capable students program 
Learning assistance program 


Public hearings 
educational service district accounting 
manual 
school district accounting manual 
Public records officer 
Special education 
due process hearing requests 
safety net funding 
Student discipline 
various changes 


Traffic safety 
school safety patrols 


PUBLIC RECORDS OFFICERS 


(See Issue 19-01 for complete list designated as of 12/19/18) 


Beer commission 

Commerce, department of 

Cranberry commission 

Edmonds Community College 

Everett Community College 

Governor, office of the 

Health benefit exchange, Washington 

Health care authority 

Minority and women’s business enterprises, 
office of 

Public instruction, superintendent of 

Pulse crops commission 

Retirement systems, department of 

Shoreline Community College 

South Puget Sound Community College 

Utilities and transportation commission 


PUBLIC WORKS BOARD 
(See COMMERCE, DEPARTMENT OF) 


PUGET SOUND CLEAN AIR AGENCY 
Meetings 


PUGET SOUND SALMON COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


PULSE CROPS COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


REAL ESTATE APPRAISER COMMISSION 
(See LICENSING, DEPARTMENT OF) 


REAL ESTATE COMMISSION 
(See LICENSING, DEPARTMENT OF) 


RECORDS 


PROP 
PERM 


PREP 


PERM 


PREP 
PREP 
PROP 
PERM 
PROP 
PERM 


MISC 
MISC 
MISC 


PREP 
PERM 


PREP 
PROP 


PERM 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


MISC 


19-01-068 
19-04-097 


19-01-041 


19-02-067 


19-01-112 
19-05-091 
19-09-056 
19-03-152 
19-01-068 
19-04-097 


19-04-098 
19-04-098 
19-09-079 


19-01-112 
19-01-039 


19-04-104 
19-09-073 


19-01-058 


19-10-016 
19-04-069 
19-04-056 
19-03-155 
19-05-036 
19-07-060 
19-03-083 
19-02-004 


19-01-014 
19-09-079 
19-03-091 
19-06-055 
19-07-027 
19-03-055 
19-03-034 


19-01-076 


(See LOCAL RECORDS COMMITTEE; STATE RECORDS 


COMMITTEE) 


RECREATION AND CONSERVATION FUNDING BOARD 
(See RECREATION AND CONSERVATION OFFICE) 


RECREATION AND CONSERVATION OFFICE 


Recreation and conservation funding board 
meetings 


Salmon recovery funding board 
meetings 


MISC 
MISC 


MISC 
MISC 
MISC 


19-01-019 
19-07-029 


19-03-059 
19-04-074 
19-05-014 


RED RASPBERRY COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


RENTON TECHNICAL COLLEGE 


Meetings MISC 

MISC 

MISC 

Rules coordinator MISC 

RETIREMENT SYSTEMS, DEPARTMENT OF 

Participation 

employers’ cooperation PREP 

Public records PREP 

Public records officer MISC 


Public safety employees’ retirement system (PSERS) 


membership PREP 
PROP 
PERM 
REVENUE, DEPARTMENT OF 
Agenda MISC 


Excise taxes and exemptions 
anaerobic digesters, including biogas production using 


exemptions, various PERM 
baseball clubs and other sport organizations EXPE 

developmentally disabled person, housing 
transfers for PERM 
landfill biogas PERM 
leasehold excise tax PERM 
lodging tax PERM 
real estate excise tax PROP 
PERM 


remote sellers, sales and use tax collection 
by EMER 
renewable energy system cost recovery 


incentive program PERM 
solar energy equipment PERM 
EXPE 
PERM 
timber PERM 
PREP 
PROP 
Forest land and timber 
forest land values PERM 
timber excise tax 
stumpage value and harvest adjustment 
tables PERM 
PREP 
PROP 
stumpage value areas PERM 


Interpretive statements (including excise tax advisories) 


alarm monitoring services, taxability of MISC 
economic nexus minimum thresholds MISC 
firefighting services and related activities MISC 
motor vehicles, abandoned, auction sales by 
tow truck operator MISC 
sightseeing purposes, day trip for MISC 
Leasehold excise tax 
anaerobic digesters PERM 
Open space taxation 
agricultural land 
valuation, including interest rate and Property 
tax component PERM 
special benefit assessments, exempt 
interest, assessment of, rate of inflation for 
calculating PERM 
Property tax 
abatements, credits, deferrals, and refunds 
refunds 
rate of interest on PERM 
exemptions 
nonprofit entities 
free libraries PROP 
health care facilities, certain PROP 
homeownership development entities PREP 
nonsectarian purposes, conducted for PROP 
various organizations PROP 
senior citizen centers, multipurpose PROP 
PROP 
levies and levy rates and limits 
fire protection districts PERM 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


19-09-004 
19-09-042 
19-09-057 
19-04-016 


19-08-068 
19-06-086 
19-06-055 


19-02-052 
19-07-080 
19-10-038 


19-04-076 


19-02-057 
19-10-065 


19-05-070 
19-02-057 
19-02-057 
19-04-002 
19-03-131 
19-08-015 


19-04-001 


19-02-057 
19-02-057 
19-05-068 
19-10-057 
19-02-057 
19-04-103 
19-10-058 


19-02-069 


19-02-069 
19-04-103 
19-10-058 
19-02-068 


19-02-014 
19-02-003 
19-07-061 


19-02-015 
19-09-013 


19-02-057 


19-02-058 


19-02-058 


19-02-058 


19-06-057 
19-06-057 
19-03-043 
19-06-057 
19-06-057 
19-02-059 
19-10-042 


19-04-003 


RULES COORDINATORS 
(See Issue 19-01 for complete list designated as of 12/19/18) 


Bellevue College MISC 
Building code council MISC 
Cranberry commission MISC 
Dairy products commission MISC 
Edmonds Community College MISC 
Employment security department MISC 
Energy facility site evaluation council MISC 
Everett Community College MISC 
Hop commission MISC 
Insurance commissioner MISC 
Minority and women’s business enterprises, 

office of MISC 
Renton Technical College MISC 
Transportation, department of/commission MISC 
Wenatchee College MISC 


SALMON RECOVERY FUNDING BOARD 
(See RECREATION AND CONSERVATION OFFICE) 


SCHOOL EMPLOYEES’ BENEFITS BOARD 
(See HEALTH CARE AUTHORITY) 


SECRETARY OF STATE 
Address confidentiality program PROP 
Election administration and certification board 
meetings MISC 
Elections 
ballots and related matters PERM 
PERM 
PROP 
candidacy PERM 
PROP 
canvassing and certification PROP 
election administrators, certification of PROP 
mail, elections by PROP 
presidential primary PREP 
voter registration 
VoteWA system PREP 
statewide system PROP 


SEED POTATO COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


SENTENCING GUIDELINES COMMISSION 
(See FINANCIAL MANAGEMENT, OFFICE OF) 


SERVE WASHINGTON 
(See FINANCIAL MANAGEMENT, OFFICE OF) 


SHORELINE COMMUNITY COLLEGE 


19-01-052 
19-06-071 
19-04-058 
19-04-101 
19-03-156 
19-01-091 
19-04-025 
19-05-037 
19-08-091 
19-08-079 


19-01-015 
19-04-016 
19-05-083 
19-08-023 


19-09-072 
19-10-013 


19-01-102 
19-05-041 
19-10-066 
19-01-102 
19-10-066 
19-10-066 
19-10-039 
19-10-066 
19-08-101 


19-05-062 
19-10-066 


19-10-054 
19-07-027 


19-03-134 
19-05-019 
19-05-022 
19-07-008 


Meetings MISC 
Public records officer MISC 
SKAGIT VALLEY COLLEGE 
Meetings MISC 
MISC 
MISC 
MISC 
SOCIAL AND HEALTH SERVICES, DEPARTMENT OF 
Agenda MISC 


Aging and adult services 
adult family home minimum licensing requirements 


background checks 
withdrawals PREP 
ownership entities and entity 
representatives PREP 
resident rights 
withdrawals PREP 
various changes PREP 
PREP 
withdrawals PREP 
PREP 
assisted living facility licensing 
activities of daily living 
medication assistance PERM 
background checks 
withdrawals PREP 
quality assurance commission EXPE 
withdrawals EXPE 


19-04-026 


19-05-011 
19-03-013 


19-03-117 
19-03-148 
19-03-150 
19-03-117 
19-04-054 


19-07-033 
19-05-006 
19-06-052 
19-03-064 


Index 


national building code standard 
remedies 
civil penalties and fine grid 
various possible changes 
withdrawals 
continuing care retirement communities 
registry 
withdrawals 
disqualifying crimes and negative actions 
various possible changes 
withdrawals 
enhanced services facilities 
background checks 
withdrawals 
guardianship fees for medicaid clients 


home and community services and programs 
background checks and related matters 
withdrawals 
overpayment of individual providers 
long-term care 
community options program entry system 


Subject/Agency Index 


comprehensive assessment reporting evaluation (CARE) assessment 


various changes 
GetCare screening 


medicaid alternative care 
step three services, benefit level for 


tailored supports for older adults 
step three services, benefit level for 


nursing facility medicaid payment system 
change of ownership 
nursing homes 
background checks 
withdrawals 
continuing care retirement communities 
withdrawals 
geriatric behavioral health workers 
withdrawals 
notices, delivery and proof of services 
withdrawals 
residential long-term care services training 
withdrawals 
residential services and supports providers 
payment methodology 


scheduling 


Background checks 
disqualifying crimes and negative actions 
withdrawals 
Cash assistance 
benefit payment issuance 
clothing and personal incidentals 
withdrawals 
ongoing additional requirements 
withdrawals 
payment issuance methods 
electronic benefit transfer 
options, various 
change of circumstance 
reporting changes 
felons, fleeing, impact on benefits 
withdrawals 
overpayments 
grant deduction, mandatory, exceptions to 
protect children 
resources 
limits for cash assistance eligibility 
vehicle equity value limit 
state family assistance (SFA) 
assistance units, siblings and half-siblings 


Index 


PREP 19-08-001 
PROP 19-04-080 
PREP 19-04-064 
PREP 19-05-005 
PREP 19-05-003 
PREP 19-04-065 
PROP 19-01-048 
PERM 19-04-100 
PREP 19-05-003 
PERM 19-05-008 
PREP 19-05-084 
PREP 19-10-051 
PROP 19-05-072 
PERM 19-09-003 
EMER 19-02-083 
PROP 19-05-072 
PERM 19-09-003 
EMER 19-10-048 
EMER 19-02-083 
PROP 19-05-072 
PERM 19-09-003 
EMER 19-10-048 
PREP 19-06-059 
PREP 19-05-004 
PREP 19-05-005 
PREP 19-03-167 
PREP 19-03-171 
PREP 19-03-149 
PREP 19-03-114 
PROP 19-09-060 
PREP 19-02-053 
EMER 19-02-073 
PROP 19-05-043 
PERM 19-09-033 
EMER 19-09-047 
PROP 19-05-043 
PERM 19-09-033 
EMER 19-09-047 
PREP 19-05-003 
PREP 19-06-042 
PREP 19-10-030 
PREP 19-06-042 
PREP 19-10-030 
PREP 19-10-050 
PREP 19-10-050 
PERM 19-01-105 
PREP 19-04-051 
PREP 19-09-032 
PERM 19-01-105 
PERM 19-01-105 
PERM 19-03-056 


(Citation in bold type refer to material in this issue) 


temporary assistance for needy families (TANF) 


overpayment and recovery, responsibilities PROP 
PERM 

temporary assistance for needy families, child-only 
assistance units, siblings and half-siblings PERM 

Child support 

debt adjustment notice process PREP 
medical support obligations PERM 
support orders issued by out-of-state tribunal PERM 


Developmental disabilities services 
assessment of client support needs 


community inclusion PROP 
PERM 

employment support services PROP 
PERM 
PREP 

supports intensity scale (SIS) PERM 

eligibility and intake 
various possible changes PREP 


home and community based services waivers 
client’s choice of provider, rejection 


by DDA PREP 
community inclusion PREP 
PREP 
PROP 
prevocational services, eliminating EMER 
PREP 
PROP 
respite care providers 
homecare agency providers, qualified EMER 
PERM 
supported employment services PROP 
residential habilitation center ICF/IID program 
eligibility EMER 
PROP 
EMER 
residential habilitation centers and center services 
eligibility EMER 
PROP 
voluntary placement program PREP 
withdrawals PROP 


Food assistance 
assistance benefits, early issuance for 


February 2019 EMER 
basic food 
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